NOTICE REGARDING AST DATA COMMUNICATIONS SOFTWARE 

VERSION 4.2x/3.2x 


With the significant enhancements contained in this software release it is 
necessary that 4.2x/3.2x level software be used across the product line. 

Example : 

If you currently have local emulation software - version 4.15 (or lower) for AST- 
5251/11 Enhanced or version 3.14 (or lower) for AST-5251/11 - and you have 
version 4.2x software for AST-5250/Gateway then you must update your local 
emulation software to version 4.2x and 3.2x respectively, before you can use your 
Gateway software. 

Again, in order for 4.2x software to function properly, all AST 5250 family 
members must be operating under version 4.2/3.2. 

If you need to update your current software to version 4.2x/3.2x please follow 
the procedure indicated below: 

Contact the Spare Parts Desk of the AST Customer Support Group at the 
following telephone numbers: 

California 714-756-7630 

All Others (USA Only) 800-782-9278 

Please order your software using these part numbers: 

Product 

5251/11 SW/UPG 

*5251/11 H/SW UPG (3180 SUPPORT) 

**5251/11 ENHANCED SW/UPG 
5251/IIA SW/UPG 
5251/12 SW/UPG 
5251/12A SW/UPG 
5250/CLUSTER SW/UPG 
5250/GATEWAY SW/UPG 
5250/ASYNC DIALUP SW/UPG 


Part Number 

500222-006 

500222-010 

500417-004 

500470-002 

500114-003 

500501-002 

500552-002 

500553-002 

500307-002 


Where: SW = Software, H/SW = Hardware and Software, UPG = Upgrade, A = MicroChannel 


***Price: $35.00 plus applicable sales tax 

Methods of Payment: Mastercard, Visa, Personal or Company Check 


*The Hardware consists of three PROMS needed for 3180 support on the old AST-5251/11 board; 
the PROMS are not necessary for the other 3.2x product enhancements. 

**The 5251/11 Enhanced software(4.2x) is for the AST-5251/11 Enhanced board which has the 
twinax-line termination toggle switch on the rear panel. 

***This applies to USA Users only. International Users, please consult your Authorized AST 
Distributor. 
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